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lij Darling 1951 there was a temporary shortage of zinc, tin, tungsten and heavy 

alloys for special steel in Rumania* There was also a serious lack of supplies 
o.f pure alTJttninum and electrolytic copper during the spring of 1951» However, 
ap;^r-t frcm a lack of copper T/hich was particularly strongly felt after the 
treak Ydth YugoslariaE, Rumanian industry had not felt very much effect from 
■Yei;;t 0 m restrictions on strategic materials by the end of 1951. 

* Pennanent problems are raised In the supply of the following secondary 
ma+erialss abrasives, refractory materials, industrial diamonds, and 
c 11 j?hing stones * Tha abrasives in use are of generally bad quality, and it 
is due to their bad quality that the problem is persistent* The same applies 
to refractory rmatarials; thns has a very bad effect on the efficiency of 
open hearth furnace S;, Tvhich have to be relined once or 'b^dce a year when 
emplcp-ing the present materials. Industrial diamonds are extremely short 
in quantity i occasions have arisen T/hen ministerial odiots had to be issued 
allocating d5.3inonds for temporary use in certain factoi'ies* Tne same applien 
•c the polishing stones, vath a resultant lack of finish on precision tools 
and instruments* 

c The lack of the necessary salts an.d chemicals is ono of the causes , of bad- 
quality i?teel in Rimiania today* Sirailarly apodal varnishes and lacquers 
for the electrical industry are a p^rmaiiqj^ headache, because of their present 
b/rjd quality* 

I 

i* Ele strode 3 available in Rumania today are of a poor quality# The welding 
indu3vry also suffers from a lack of good materials for welding aind Z-ray 
apparatus for control purposes. A lack of photographic films, valves and 
cathc de-ray tubes and spare-parts generally has made it impossible to use 
type of apparatus with any degree of reliability# 
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prdnt of Rumanian econcave The only existing 
rootricted rruabor of and of dliaansions 


flan in realiLatioa on iiaports of machine ■ 

:!•: of iochnical o:a:erienoe and the qusility of the 

tteae oan he no do\>bt that, if the groat efforts 
:;'u:0;5 and the v^riTern ccntinne nc deii’ver. machine 

f-onabl": in the Fits Year Plan be more or 

Scvi-n bloc Tvlll he reinforced by a farther' Indus tr-i 
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or the "teagul-Rotu bar,_-b 3 aring factory nor 
.ietoria t/orks at ^,radj nor many heavy mechanical 
. machine toolG,> rrould have yet -started pro clue ti on,. - 

■V'irjent no problem to RLitnania^ .which has evisn A surplus 
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